ST. FRANCIS HOSPITAL 

built in the year 1848, 

was formerly known as the Starling Medical 
College. In the year of 1865, the Sisters of 
the Poor of St. Francis leased this building to 
be used as a Hospital which is known far 
and near for its splendid work in caring for 
the sick. 
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